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TRHFFIC SHFETV miRRORS 
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DESCRIPTION SIZE NUMBER SHPG. WT. LIST PRICE 


S I L 


CIRCULAR MIRRORS 


Circular Convex Glass, *Safety Stripe Frame, 
(indoor type) 


Circular Convex Glass, Rubber Frame & 
weatherproof back (outdoor type) 


Circular Convex SHATTERPROOF Glass, Rubber Frame. 
& -weatherproof back (outdoor type) 


Circular Flat Glass, ^Safety Stripe Frame (indoor type) 

RECTANGULAR MIRRORS 


Rect. Convex Glass, Rubber Frame & weatherproof 
back, (outdoor type) 

Rect. Convex SHATTERPROOF glass, Rubber Frame & 
weatherproof back (outdoor type) 

Rect. Convex HEAT TEMPERED glass, unbreakable 


Rect. Flat Glass, *Safety Stripe Frame, (indoor type) 


Rect. Flat SHATTERPROOF glass, Rubber frame & 
weatherproof back (outdoor type) 


Rect. Flat CHROME PLATED METAL mirrors ^Safety 
Stripe Frame, (indoor type) 


13" 

diam.v 

CV-13 , 

6 

lbs. 

$12.00 

18" 

diam. 

CV-18 

8 

lbs. 

20.75 

26" 

diam. 

CV-26 

15 

lbs. 

30.00 

30" 

diam. 

CV-30 

27 

lbs. 

45.00 

36" 

diam. 

CV-36 

30 

lbs. 

55.00 

13" 

diam. 

CR-13 

7 

lbs. 

16.50 

18" 

diam. 

CR-18 

9 

lbs. 

25.75 

26" 

diam. 

CR-26 

17 

lbs. 

38.25 

30" 

diam. 

CR-30 

33 

lbs. 

50.75 

36" 

diam. 

CR-36 

37 

lbs. 

65.75 

13" 

diam. 

SCR-13 

10 

lbs. 

26.50 

18" 

diam. 

SCR-18 

12 

lbs. 

35.75 

26" 

diam. 

SCR-26 

20 

lbs. 

48.25 

30" 

diam. 

SCR-30 

33 

lbs. 

65.75 

36" 

diam. 

SCR-36 

37 

lbs. 

80.00 

13" 

diam. 

F-13 

6 

lbs. 

11.00 

18" 

diam. 

F-18 

8 

lbs. 

19.75 

26" 

diam. 

F-26 

12 

lbs. 

30.00 

15" 

x24" 

CV-1524 

12 

lbs. 

30.00 

20" 

X 30" 

CV-2030 

15 

lbs. 

55.00 

15" 

x24" 

CR-1524 

13 

lbs. 

40.75 

20" 

x30" 

CR-2030 

16 

lbs. 

72.00 

15" 

x24" 

SCR-1524 

16 

lbs. 

49.50 

20" 

X 30" 

SCR-2030 

20 

lbs. 

82.00 

20" 

x30" 

TEMP-2030 

27 

lbs. 

85.00 

6" 

X 14" 

F-614 

5 

lbs. 

11.50 

10" 

X 14" 

F-1014 

8 

lbs. 

14.50 

14" 

X 18" 

F-1418 

10 

lbs. 

16.60 

15" 

x24" 

F-1524 

12 

lbs. 

30.00 

20" 

x30" 

F-2030 

15 

lbs. 

60.00 

10" 

X 14" 

SFR-1014 

12 

lbs. 

24.50 

14" 

X 18" 

SFR-1418 

15 

lbs. 

34.00 

15" 

x24" 

SFR-1524 

13 

lbs. 

45.00 

20" 

x30" 

SFR-2030 

16 

lbs. 

80.00 

10" 

X 14" 

.CHF-1014 

8 

lbs. 

33.50 

14" 

X 18" 

CHF-1418 

10 

lbs. 

36.50 

15" 

x24" 

CHF-1524 

12 

lbs. 

45.50 

20" 

X 30" 

CHF-2030 

17 

lbs. 

75.00 


Rect. Convex Glass, *Safety Stripe Frame, (indoor type) { 


OUTDOOR TYPE 
Rubber Frame and 
Waterproof Back 


IHDOOR TYPE 
Yellow and 
Black Striped 
Border 


BACK VIEW 
Showing the 
bracket, ball 
and socket 
assembly of 
CV-13 & 
CV-18 


Round Convex, Chrome or Brass Backs 
Round Convex, Black metal backs 


Rect. Convex, Black mi 

lade in U.S.A. 


4 V 2 " diam. E-45 




/r A 


. 5" diam. 

' 6" diam. 
8" diam. 

;j 12" diam. 
§i4".x8" ^ 
6" x 9" 


E-50 

E-60 

E-80 

E-120 

£-48 

£-69 


2 lbs. 5.75 

2 lbs. 6.00 

3 lbs. 7.50 

31/2 lbs 9.50 
6 lbs. 16.50 

3 lbs. 12.50 

31/2 lbs 14.50 

Cat # T.S.M. 1966-2 


ElEUHTOR miRRORS 
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PLEXIGLAS PROTECTED 



CROSS SECTION of Mirror With 
PLEXIGLAS® Protective Shield 


## 


"® TRAFFIC SAFETY MIRRORS 
are recommended for use in: 

• FOOD PROCESSING PLANTS 

• OUTDOOR INSTALLATIONS 

• INDOOR INSTALLATIONS 

• OVER MACHINERY 

• AT BLIND CORNERS 

where mirrors are required, yet danger from breakage is a 
factor. The transparent PLEXIGLAS® cover over the face of the 
regular mirror acts as a permanent shield, yet does not impair 
the true mirror reflection. It will normally deflect all objects 
that would accidently come in contact with it. 

All the necessary mounting brackets are included in the package. 
A patented ball and socket SWIVEL ASSEMBLY on the back 
adjusts to any viewing angle. Permanent locking position is 
obtained by tightening three screws. Rubber frames and water- 
proof backs are standard equipment. 


® 


“Pux.a.GUAiip”^TR ftrfic sar tTY MIRRORS 


PLEXIGLAS'PROTECTED 


DESCRIPTION 

NUMBER 


SIZE 

PRICE 

SHPG. WT. 

Circular Convex 

PC-13 

.13" 

diam. 

$32.50 

8 lbs. 

Circular Convex 

PC- 18 

18" 

diam. 

37.50 

10 lbs. 

Circular Convex 

PC-26 

26" 

diam. 

54.50 

20 lbs. 

Circular Convex 

PC-30 

30" 

diam. 

75.00 

30 lbs. 

Circular Convex 

PC-36 

36" 

diam. 

90.00 

38 lbs. 

Circular Flat 

PF-18 

18" 

diam. 

36.50 

10 lbs. 

Circular Flat 

PF-26 

26" 

diam. 

52.50 

20 lbs. 

Circular Flat 

PF-30 

30" 

diam. 

72.50 

30 lbs. 

Circular Flat 

PF-36 

36" 

diam. 

86.50 

38 lbs. 

Rectangular Flat 

PF-14T8 

14", 

XI 8" 

35.50 

15 lbs. 

Rectangular Flat 

PF-1524 

15" 

X24" 

44.50 

17 lbs. 

Rectangular Flat 

PF-2030 

20", 

X30" 

74.50 

20 lbs. 

*Made witFi RUBBER 

FRAMES 

and WATERPROOF 

BACKS . 

. . Mounting 


brackets and installation instruction sheets included in the package. 

MIRRORS 


Quality Products we are proud of 


-DISTRIBUTED BY 



GLASS PRODUCTS 




N, Y, 

PHONC STWE 8«S4« 


fit;;-: 



WATERPROOF 
MASONITE BACK 


BALL & SOCKET 
SWIVEL BRACKET 


ii; 



■|rubber 

(frame 


l/8" THICK 

PLEXIGLAS 

SHIELD 


SEALED 
AIR SPACE 


( 


GLASS 

MIRROR 




STANDING BRACKET 
USED ON ALL UNITS 
26" OR OVER 


PATENT 

PENDING 


REAR VIEW 
of 18 " diam. 
showing swivel 
bracket & mounting 
bracket. 




FLAT RECTANGULAR MIRROR 
with Curved Plexiglas® Shield 


ROUND 
CONVEX 
MIRROR 

with Plexiglas® 
Shield 



SEE OTHER SIDE FOR TRAFFIC MIRRORS 




